| have a real lab Ufo motor that generates a thrust 


These pictures you sent me can be faked. Talk is easy to invent.| have these 
guys beat. The motor | have works. That's tangibleHardware not special 
effect prop 


On the buoyant cigar shaped ufo the forward drive band correspondsTo the 
transparent bands on my ufo lab model. This is where waves ofPlus ions 
followed by minus ions in rapid succession are acceleratedin the big ufo by 
high frequency Ac in the same direction. For whichReason high power at high 
Ac voltage the band appears black or greyBecause it is made if high 
temperature fused thorium oxide or fusedTungsten oxide by three 
dimensional laser powder melt in a VacumeTo exclude bubbles. Neither are 
transparent. Fused tungsten oxide isBlack. The aliens go first class. No cheap 
stuff. 


| haven't seen Fabio so | tried to fix settings on my own. Wether youReceived 
moving picture or not the experiment was a success. | gotGood motion. The 
cylinder accelerated forward. 


Notice line to ENEI. Low milliampere drawn on low side of transformer and 
good motion from the ufo motor. No battery damage and no batteries in the 
circuit. There is a small coastal town in South Italy where the Italian 
government has caught the US navy in the act of firing microwave burst 
causing damage to circuits and domestic appliances even a Ivan to catch on 
fire. It simulated a microwave wave in orbit firing toward earth targets. 
Source Focus tv channel 56 release to public viewers and a TV program 
Mistero. 


The cylinder experiment 


Are you kidding? The battery exploded with no power at applied to the 
Cylinder motor. The cylinder motor was not connected to anything. | was 
seated in frontOf my Windows xp computer looking at pictures. Moreover 


when | did Test the Cylinder motor the pampered reading was in the 
millimampere on the input side 220 volts. What was connected to the 
Batteries was the 800 watt solar panels on top of my roof and an 
unexplained power surge like a microwave burst from space exploded the 
battery. Moreover | don't use the Batteries at all to power up the Ufo lab 
motors. | use 220 volt a.c. from ENEI power and light company 


